

TTEN60RG 



TECHNICAL INFORMATION 



TYPE NO 



800/18XX/2800 



TYPE 



IN/MM/FB/ES 



T.I. -NO 
... 10/00 



SERIAL NUMBERS 
AFFECTED 



Machines before April 1998 



ISSUED BY Documentation/ 
Wittenborg Odense 



SUBJECT 



New Pressurestat 



ISSUED FOR (X): 



Action 




Information 


X 



COMPONENTS CONCERNED 

Omitted: Pressurestat - Part No 30061500 

Pressurestat - Part No 30316800 

New spare part No: Pressurestat - Part No 41414901 

Pressurestat, cpl. - Part No 30920800 



Pressurestat, cpl. - Part No 30920800 



2 




Item 


Part No 


Designation 


1 


41414901 


Pressurestat 


2 


39370622 


Collar Nipple 


3 


39370521 


T-Piece 


4 


39310501 


Nipple 


5 


29860200 


Connecting Piece 


6 


39575000 


Gasket 





04.10.00 


Grete Jensen 


04.10.00 


Marianne Kristiansen 


DATE : 


PRODUCED BY : 


DATE : 


CHECKED BY : 





TTENBORG 



TECHNICAL INFORMATION 



TYPE NO 



800/18XX/2800 



TYPE 



IN/MM/FB/ES 



T.I.-NO 
10/00 



MODIFICATION 

Machines produced 

IN/FB/MM800 
IN/FB/ES2800 



from beginning of April 1998 



have been fitted with an improved pressurestat with a longer operating life - Part No 
41414901. 

REASON 

Customer's request 

REPLACEABILITY 

If the pressurestat is to be fitted in existing machines with one of the omitted 
pressurestats, the complete pressurestat assembly - part No 30920800 - must be 
ordered, as the fittings of the omitted pressurestats are different from the fittings of 
the new pressurestat. 



CONTACT PERSON 

Technical: 

Marianne Kristiansen 

Spare Parts: 
Customer Service 



